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Mr.  Chairman  and  Gentlemen, 

I  must  in  the  first  place  congratulate  the  Council  upon  the 
sanitary  progress  made  during  the  past  year.  I  do  not  think  that  I 
shall  be  wide  of  the  mark  in  saying  it  is  greater  than  that  made 
during  any  previous  year. 

Infectious  Infectious  Disease  has  been  more  or  less  prevalent 
Disease,  throughout  the  District. 

Measles.  Measles  occurred  at  Bramham,  Clifford,  Boston  Spa, 
Thorparch  and  Wetherby,  being  responsible  for  two 
deaths  at  Bramham. 

Whooping  Whooping  Cough  was  prevalent  at  Bramham,  Wetherby, 
Cough,  and  Kirk  Deighton.  It  caused  three  deaths,  one  at 
Clifford,  one  at  Bramham,  and  one  at  Wetherby. 
Measles  and  Whooping  Cough  are  not  notifiable  in  this 
District,  so  it  is  impossible  to  state  accurately  the  extent 
of  their  prevalence. 

Scarlet  There  were  twenty-seven  cases  of  Scarlet  Fever  re- 
Fever.  ported,  eight  of  these  occurred  in  Collingham  parish,  and 
arose  chiefly  from  one  case  before  its  infectious  nature 
was  discovered.  There  were  eight  cases  in  Wetherby  with 
one  death  (1895,  11  cases),  and  there  was  one  death  from 
Scarlet  Fever  at  Weeton. 

Disinfec-  The  only  method  of  disinfection  at  present  used  in 
TION.  the  District  is  fumigation  by  sulphur,  which  has  long 
been  proved  to  be  insufficient.  It  appears  of  little  avail 
in  our  District,  and  should  certainly  be  supplanted  by 
more  adequate  means.  As  a  temporary  measure  I  would 
advise  the  use  of  the  steam  disinfector  alread}^  attached 
to  the  Workhouse  Tramp  Ward. 

Diphtheria.  A  fatal  case  of  Diphtheria  occurred  at  Boston  Spa. 

In  this  case  the  ashpit  had  not  been  cleansed  from  the 
beginning  of  April  till  early  in  November  When 
*  cleansed,  in  this  latter  month,  the  stench  was  said  to  be 
abominable,  and  the  child  fell  ill  two  days  after. 
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The  roof  of  the  ashpit  was  bad,  liquid  percolated  through 
the  walls  and  ran  down  the  yard  to  within  a  few  feet  of 
the  door  of  the  house.  There  were  other  sanitary  defects, 
but  after  notices  had  been  served  by  your  Sanitary  Com¬ 
mittee  upon  the  property  owners  these  were  abated. 
There  was  also  a  case  of  Diphtheria  at  Clifford. 

Typhoid  There  were  seven  cases  of  Typhoid  Fever,  of  which  one 
Fever.  at  Wetherby  proved  fatal. 

At  Hare  wood  a  case  occurred  in  a  yard,  where  a  person 
had  suffered  from  the  disease  twelve  months  previously. 

Close  to  the  door  of  the  house  was  a  large  untrapped 
offensive  opening  into  a  sewer,  formed  by  the  junction  of 
drains  from  the  houses,  pig  styes  and  cowsheds  in  the  yard. 

Number  of  In  all  there  were  fifty-one  cases  of  Infectious  Disease 
Infectious  notified,  a  decrease  of  forty-three  upon  the  previous  year. 
Disease. 

One  of  the  most  important  events  of  the  year  was  a 
County  “Report  upon  the  sanitary  condition  of  the  Wetherby 
Council  Union,”  drawn  up  for  the  West  Riding  County  Council  by 
Report,  the  County  Medical  Officer  (Dr.  Kaye),  copies  of  which 
were  received  in  November. 

The  Report  deals  well  with  the  sanitary  condition  of  the 
Union,  and  will  give  us  a  programme  of  work  for  many 
years  to  come. 

The  sanitary  condition  of  every  parish  is  dealt  with  at 
length,  and  in  summing  up  Dr.  Kaye  says,  “  The  Wetherby 
Rural  District  comes  far  short  of  reasonable  sanitary 
efficiency.” 

I  would  refer  your  Council  to  a  still  further  study  of  this 
Report  in  the  hope  that  we  may  be  able  to  place  our  Dis¬ 
trict  in  as  efficient  a  sanitary  condition  as  any  District  in 
the  West  Riding. 

The  Report  is  too  extensive  for  me  to  deal  with  further 
in  this  Annual  Statement,  and  I  must  content  myself  b}" 
making  quotations  from  it  later  on. 

On  December  9th  a  deputation  of  your  Council  met  a 
section  of  the  County  Council  Sanitary  Committee  at 
Waketield,  and  held  a  conference  upon  Dr.  Kaye’s  Report. 

SystJ]MATIC  I  have  several  times  during  the  year  visited  Clifford,  in 
Inspection.  May  drawing  the  attention  of  the  Sanitary  Committee  to 
Clifford,  the  village. 

The  Sanitary  Inspector  had  visited  it  and  reported  on 
50  properties,  and  the  following  is  a  summary  made  of  his 


Report : — 

Number  of  Properties  without  Cesspools  .  29 

,,  ,,  with  bad  Cesspools  .  10 

,,  with  good  Cesspools,  or  not  reported  upon. .  11 

Number  of  Properties  with  Offensive,  Defective,  or 

absence  of  Privies  and  Ashpits .  45 

Number  of  Houses  without  drains  .  97 
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A  deputation  of  the  Sanitary  Committee  visited  the 
village,  and  as  a  result  your  Council  on  June  11th  passed 
a  resolution  that  notices  to  abate  nuisance,  etc.,  be 
served  upon  all  owners  of  offensive  privies  and  ashpits, 
and  of  insanitary  houses.  On  June  25  the  Clerk 
wrote  to  the  Clifford  Parish  Council  asking  for  their  views 
in  regard  to  the  drainage  of  the  village.  The  Parish 
Council,  in  reply,  asked  that  an  engineer  might  be  engaged 
to  draw  up  a  system  of  drainage  for  the  village,  stating 
that  they  preferred  such  a  system  to  an  extension  of  the 
cesspool  system. 

On  December  2nd  the  Sanitary  Committee  resolved,  and 
the  Council  confirmed  their  resolution,  that  Messrs.  Waugh 
and  Mallinson’s  scheme  be  adopted  at  an  estimated  cost  of 
£1,377. 

The  Chairman  of  the  County  Council  stated  at  Wake¬ 
field,  “  Clifford  is  one  of  the  parishes  in  need  of  a  better 
water  supply,’’  and  Dr.  Kaye  in  his  Report  says — “  The 
water  supply  of  the  village  is  obtained  from  two  public 
pumps,  one  at  each  end  of  the  village.  There  are  also 
several  private  wells  of  questionable  purity,  one  being 
within  two  yards  of  a  horse  manure  heap,  and  the  other 
within  seven  yards  of  two  privies  and  a  large  open  ashpit.” 
There  are  other  wells  of  a  suspicious  nature. 

On  November  12th  I  submitted  a  special  report  to  your 
Council  dealing  with  several  properties  where  notices  had 
been  served,  but  no  improvement  being  made,  your  Council 
decided  to  enforce  the  notices 

Thorner.  I  visited  Thorner  in  July  and  found  the  village  in  an 
insanitary  condition. 

There  are  some  houses  undrained,  many  are  drained 
directly  into  streams,  some  into  gardens,  and  some  into 
cesspools  Some  of  the  cesspools  are  dangerously  near 
houses  and  wells,  and  several  of  these  cesspools  are  built 
of  loose  stone  walling,  freely  admitting  of  percolation. 
Sink  pipes  are  frequently  connected  directly  into  the  drains. 

There  are  many  uncovered  and  offensive  ashpits,  the 
scavenging  is  by  contract  and  very  unsatisfactory. 

An  improved  system  of  drainage  and  sewage  disposal  is 
an  urgent  necessity. 

Bilton.  On  November  28  I  made  a  Special  I>eport  on  the  insani¬ 
tary  conditions  of  Bilton.  Your  Council  decided  that 
notices  be  served  on  the  owners  of  all  defective  properties, 
that  the  public  well  be  bored  to  a  greater  depth,  and  its 
insanitary  surroundings  improved.  Many  of  these  notices 
have  been  acted  upon,  and  will  result  in  satisfactory 
improvement. 

Kirk  At  Kirk  Deighton  several  properties  have  been  much 
Deighton.  improved,  and  one  case  of  overcrowding  abated. 
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Spofforth.  Considerable  attention  has  been  paid  to  the  sanitary 
condition  of  Spofforth.  Several  notices  have  been  served 
and  carried  out.  The  drainage  of  the  village  is,  at  the 
present,  receiving  the  joint  attention  of  your  Council  and 
the  Spofforth  Parish  Council. 

Shadwell.  The  Sanitary  Committee  visited  Shadwell  on  March 
19th,  and  reported  to  your  Council  that  the  sanitary 
arrangements  are  in  an  unsatisfactory  state. 

They  recommended  that  a  drainage  scheme  be  adopted 
for  the  Hollywell  Lane  area.  Correspondence  followed  be¬ 
tween  the  Local  Government  Board  and  your  Council.  In 
August  your  Council  deferred  the  matter  till  the  County 
Council  Report  was  received,  and  since  then  nothing 
further  has  been  done. 

Wetherby  In  February  a  letter  was  received  from  the  County 
Water  Council  asking  “what  steps  the  District  Council  proposed 
Supply,  to  take  towards  a  proper  water  supply  ”  for  Wetherby. 

Soon  after  this  a  complaint  was  laid  about  the  public 
well  in  Victoria  Street,  Wetherby,  and  an  analysis  proved 
the  water  to  be  unsatisfactory. 

Your  Council  resolved  on  April  2nd  that  the  well  be 
“  thoroughly  cleaned  out  and  bored  deeper.” 

This  was  accordingly  done  and  water  was  found  at  a 
depth  of  120  feet  from  the  surface,  the  cost  of  the  boring 
being  £22  15s.  Od. 

On  June  11th  your  Sanitary  Committee  decided  that  a 
further  sample  of  water  be  taken  from  this  well  and 
analysed.  The  following  is  a  copy  of  the  analysis  — 

The  sample  contains  in  grains  per  gallon  : — 

Clorides  equal  to  common  salt. . . .  2*05  Containing  Clorine .  1*24 

Nitrates  of  Calcium,  &c .  2*34  ,,  Nitric  Acid  ....  1*80 

Calcium  Magesium  Salts,  &c .  27*47  ,,  Injurious  Metals,  none. 

Volatile  and  Organic  Matter .  0*20  ,,  (  Ammonia .  0*0011 

Total  dissolved  solids .  32*06  ,,  \  Organic  Ammonia  0*0019 

The  oxygen  required  to  oxidse  organic  matter  in  fifteen  minutes  ....  0*01 

Smell  when  warmed  to  100  deg.  F. — None. 

Colour  of  column  2-ft.  in  depth. — Greenish  blue,  clear. 

The  sediment  is  very  minute,  and  does  not  contain  animal  matter. 

This  is  a  hard  water,  but  in  other  respects  is  of  fair  quality,  and  in  its 
present  state  may  be  safely  used  for  drinking  and  domestic  purposes. 

The  presence  of  over  two  grains  of  nitrates  shows  a  risk  of  contamination, 
especially  after  very  heavy  rains. 

THOMAS  FAIRTBY. 

The  County  Medical  Officer  says  in  his  Report  as  regards 
Wetherby  : — “  The  present  water  supply  is  altogether  in¬ 
adequate.  Apart  from  rain  water  the  town  is  dependent 
upon  wells,  of  which  there  are  said  to  be  about  82,  for  a 
population  of  about  1700,  residing  in  about  360  houses. 
The  same  well  often  supplies  groups  of  houses  Several  of 
the  houses,  including  -some  of  the  better  class,  have  no 
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water  supply  except  on  sufferance.  In  summer  a  suppli- 
mentary  supply  is  obtained  from  the  river  Wharfe  at  a  cost 
of  Is.  to  Is.  3d.  per  barrel  of  100  to  120  gallons.” 

“Until  recently  the  town  was  drained  to  cesspools,  most 
of  these  have  now  been  abolished  since  the  sewage  scheme 
was  carried  out,  but  the  soil  must  be  still  impure  and  there 
are  many  manure  heaps  and  other  sources  of  pollution 
which,  like  the  former  cesspools,  are  often  dangerously 
close  to  the  existing  wells.” 

“  The  town  of  Wetherby  is  in  need  of  a  public  water 
present  supply  being  inconvenient,  insufficient 
and  of  more  than  doubtful  purity.” 

Dr.  Kaye  then  gives  analyses  of  several  typical  well 
waters,*  about  which  he  remarks,  “  These  waters, 
according  to  analyses,  afford  evidence  pointing  to  con¬ 
tamination,  and  are,  therefore,  dangerous  to  health.” 

In  May  a  deputation  of  your  Council  was  appointed  to 
meet  the  City  of  Leeds  Waterworks  Committee  and  ask 
if  the  Leeds  Corporation  would  be  willing  to  supply  water 
for  a  District  comprising  Wetherby,  Boston  Spa,  Bramham, 
Clifford,  Thorner,  and  some  other  parishes. 

In  October  a  reply  was  received  stating  that  the  Cor¬ 
poration  could  not  entertain  the  application. 

The  Sanitary  Committee  have  also  had  under  their  con¬ 
sideration  several  other  schemes  for  a  District  Water 
Supply,  submitted  by  different  engineers  ;  they  have  been 
discussed  at  several  meetings  and  are  still  under  considera¬ 
tion. 

Tockwith  The  drainage  of  Tockwith  has  been  before  your  Council 
Drainage  the  whole  year,  and  has  given  rise  to  much  discussion. 
AND  Messrs.  Martin  and  Fenwick’s  scheme  was  finally  adopted 
Water  on  December  2nd  at  an  estimated  cost  of  £950. 

Supply. 

In  the  County  Councils’  Keport  the  village  is  said  to  be 
in  need  of  “  proper  drainage  and  water  supply,”  and 
samples  of  water  from  four  wells  are  given — all  of  which 
are  proved  to  be  bad  ;  and  further  states — 

“  There  are  also  38  open  privy  middens  in  the  village.” 

Boston  A  letter  was  received  from  the  Local  Government  Board 
Spa.  in  February  requesting  that  an  engineer  be  called  in  to 
prepare  plans  for  the  drainage  and  water  suj^ply  of  Boston 
Spa. 

The  plan  of  drainage  prepared  by  Messrs.  Waugh  and 
Mallinson  was  selected,  the  estimated  cost  being  £4443. 

As  yet  no  decision  has  been  arrived  at  on  the  question 
of  a  water  supply,  this  village  being  amongst  those 
considered  in  a  District  Scheme. 

•One  of  these,  the  Public  well,  has  since  been  bored,  see  above. 


District 

Water 

Supply. 
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Many  complaints  have  been  received  during  the  year  of 
the  scavenging  of  Boston  Spa. 

The  contract  system  was  eventually  given  up,  and  the 
work  done  by  a  man  under  the  direct  control  of  the  Sanitary 
Inspector. 

Bramham.  I  found  Bramham  in  an  insanitary  condition,  and  a  house- 
to-house  report  prepared  by  the  Sanitary  Inspector  presents 
anything  but  a  desirable  state  of  affairs. 

The  County  Medical  Officer  has  much  to  say  on  Bram¬ 
ham,  part  of  which  is  as  follows  : — 

“  There  is  want  of  proper  drainage,  privies  and  ashplaces. 
There  is  no  proper  system  of  drainage.  House  drains  and 
several  sewers  are  rubble,  and  in  one  part  of  the  village  the 
sewage  flows  in  the  open  road  channel.” 

Kirkby  The  representative  for  Kirby  Overblow  upon  your 

Overblow.  Council  (Mr.  Eowntree)  pointed  out  to  me  that  an  expen¬ 
sive  sewerage  scheme  might  be  avoided  in  that  village 
by  modifying  and  extending  the  present  system. 

I  have  visited  the  village  along  with  your  Sanitary 
Inspector,  and  believe  such  a  scheme  might  be  carried  uot 
at  a  reasonable  cost  with  great  benefit  to  the  village. 

Drainage  There  are  some  of  the  smaller  villages  in  which  a  similar 

OF  Small  scheme  could  be  carried  out  to  the  eventful  benefit  of  the 

Villages,  public  health  and  rates. 

Bye  Laws.  The  Bye-laws  are  in  an  unsatisfactory  condition,  but  I 
believe  they  will  shortly  receive  the  attention  of  the  County 
Council. 

Adoptive  I  also  again  advise  the  adoption  of  the  Infectious  Diseases 
Acts.  (Prevention)  Act,  1890,  and  the  Public  Health  Acts 
Amendment  Act. 

The  The  Sanitary  Inspector  has  discharged  his  duties  to  my 

Sanitary  entire  satisfaction. 

Inspector  The  amount  of  work  in  his  department  is  now  becoming 

AND  HIS  very  great. 

Keport.  During  the  year  he  has  served  441  notices  and  letters, 
visited  93  cowsheds,  and  seen  to  the  abatement  of  218 
nuisances. 

1  would  refer  you  to  his  report  for  other  particulars, 
especially  to  the  fact  that  there  are  still  over  1000  unabated 
nuisances  in  his  book. 

Mr,  Clarke  has  submitted  to  me  house-to-house  reports 
upon  Thorner,  Bramham,  Boston  Spa  and  CliflPord. 

ScAVENG-  Much  attention  has  been  j^iven  to  this  question.  An 
ING.  arrangement  has  been  made  by  which  the  Sanitary  Inspec¬ 
tor  has  more  direct  control  over  the  work,  and  has  an 
accurate  record  kept  of  the  work  done  by  each  man. 
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The  contract  system  has  failed  altogether  at  Boston  Spa 
and  Clifford,  and  the  work  is  now  done  in  these  parishes  by 
the  Councils’  own  men  much  more  satisfactorily. 

At  Bramham  the  contract  price  has  been  increased  from 
£2  10s.  Od.  to  <£30  per  annum.  At  Shadwell  the  price  has 
also  been  increased  from  £30  to  £50.  The  work  is  also 
done  by  contract  at  Thorner,  and  at  none  of  these  places 
is  the  work  properly  done. 

Urban  The  cleansing  of  ashpits,  etc  ,  is  also  much  neglected  in 
Powers  the  parishes  that  have  not  Urban  Powers,  and  I  believe 
AND  great  advantage  would  be  derived  by  the  application  of 

Public  Urban  Powers  to  the  larger  parishes,  say,  to  all  parishes 
JSCAVENG-  with  a  Parish  Council. 

ING  IN  Dr.  Kaye  says,  “  Public  Scavenging  preferably  by  a 
OTHER  Sanitary  Staff  is  greatly  needed  in  other  parts  other 
Parishes,  than  Urban)  of  the  Union.”  I  believe  this  Public  Scaveng¬ 
ing  could  be  done  well  in  many  parts  by  a  grouping  of 
parishes. 

In  June  your  Council  resolved  that  the  minute  relating 
Isolation  to  the  payment  for  the  erection  of  an  Isolation  Hospital  by 
Hospital,  loan  be  rescinded.  The  Local  Government  Board  had  re¬ 
quired  the  District  Council  to  “  give  an  undertaking  not  to 
treat  Smallpox  patients  at  the  same  time  as  other  patients 
on  the  site.”  Considering  that  “  the  site  ”  covers  seven 
acres,  and  is  nearly  a  mile  from  any  dwelling-house,  your 
Council  did  not  feel  able  to  give  such  “  an  undertaking,” 
believing  the  above  site  to  be  sufficient  for  all  requirements. 

Houses  There  have  been  three  houses  closed  during  the  year  as 
Unfit  for  unfit  for  human  habitation. 

Habitation. 

In  May,  a  circular  (based  upon  the  memorandum  of  the 
Elemen-  Local  Government  Board,  in  regard  to  Elementary  Schools 
TARY  and  Infectious  Disease)  was  sent  to  the  Schoolmasters  and 
Schools  Managers  in  the  district.  The  method  of  exclusion  of 
AND  children  from  infected  households  was  particularly  advo- 
Infectious  cated,  and  this  method  has  proved  very  successful  in 
Disease.  Wetherby  parish. 

Many  times  in  the  past  I  have  drawn  your  attention  to 
The  the  want  of  ventilation  in  your  Board  Room.  The  Sanitary 
Council  Committee  have  also  drawn  your  attention  to  it,  but  with- 
Chamber.  out  effect.  I  have  no  hesitation  in  saying  the  condition  of 
the  room  is  often  most  prejudicial  to  your  own  health.  The 
suggestion  of  window  opening  must  be  objectionable  to  the 
gentlemen  who  have  to  sit  close  to  them. 

Death  and  There  have  been  245  deaths  during  the  year  as  against 
Birth  373  births,  making  a  death  rate  of  16.96  per  thousand,  and 
Kates,  birth  rate  of  25.82  per  thousand. 
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Infectious  The  mortality  from  Infectious  Disease  has  been  6.23  per 
Mortality.  10,000,  being  a  decrease  of  5.77  per  10,000  on  the  previous 
year. 
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In  the  following  Table  will  be  found  a  comparison  of  the  Birth  Rates  and  Death  Rates 

in  the  principal  Parishes  for  three  years  past : — 
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On  examining  the  Table  on  page  8  it  will  be  noticed  that  five 
parishes  have  a  death  rate  of  over  22  per  1,000  (Cliftbrd,  Collingham, 
Kirkby  Overblow,  Thorparch  and  Tockwith).  Bramham  has  again  a 
high  death  rate,  19.56  per  1,000. 

The  death  rate  among  infants  during  the  year  was  56'30  per  1,000 
registered  births,  Tockwith  showing  the  highest  infantile  mortality. 
Out  of  12  deaths,  3  were  children  under  one  year. 

At  Clififord  7  deaths  out  of  14  were  children  under  5  years.  Three 
of  these  children  were  illegitimate. 

The  deaths  from  Phthisis  were  7.98  percent  of  the  deaths  ;  Respira¬ 
tory  Disease,  13.87  ;  deaths  over  65,  43.67  per  cent  of  the  total ;  deaths 
under  1  year,  8.57  per  cent  of  the  total. 

At  Kirk  Deighton  5  out  of  7  deaths  were  persons  over  65  years  ;  and 
at  Boston  Spa  14  out  of  25  deaths.  In  the  smaller  parishes  (remainder 
of  Union)  50  per  cent  were  over  65  years  of  age. 

I  must  once  more  thank  the  members  of  the  Sanitary  Committee  for 
their  continued  kindness  and  courtesy,  and  for  the  manner  in  which 
they  have  assisted  me  in  my  work.  Their  visits  to  some  of  the  parishes 
have  been  of  great  value,  and  should  these  visits  be  discontinued  owing 
to  the  non-allowance  of  expenses,  the  sanitation  of  the  district  will 
suflfer  considerably. 

I  am,  Gentlemen, 

Yours  faithfully, 

March  10th,  1897.  J.  A.  HARGREAVES. 


TABLE  C.  1896. 

- 0 - 

Wetherby  Rural  Sanitary  District. 

- 0 - 

Medical  Officer  of  Health — Dr.  James  Arthur  Hargreaves. 

Sanitary  Inspector — A.  E,  Clark. 

Water  Supply — Quantity, — Adequate  in  some  places  ;  many  parishes 
inadequate. 

Quality — Various,  often  doubtful. 

Any  extensions  or  change  during  1896  ? — One  well  in 
Wetherby  bored  deeper. 

Sewerage — Dual  system  in  Wetherby  only.  Ventilation  by  Man¬ 
holes  offensive.  Special  Shafts  substituted. 

Special  flushing  arrangements.  Chambers  at  head  of  each  main 
filled  with  tank  cart. 

Extensions  or  improvements  during  1896. — None. 

Sewage  Disposal — Treatment  adopted, — Broad  irrigation  (Wetherby 
Parish)  only. 
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Scavenging — Are  the  privy  middens,  etc.,  cleansed  by  Sanitary  Staff, 
by  Contractors,  or  by  Tenants  1 — By  staff  in  Wetherby 
only,  others  by  Contractors  and  Tenants. 

Is  the  present  system  satisfactory  ? — No. 

Adoptive  Acts,  Bye-Laws,  and  Eegulations — 

Infectious  Disease  Notification  Act,  1889. — Adopted  October 
28th,  1889. 

Infectious  Disease  Prevention  Act,  1890. — Not  adopted. 

Public  Health  Acts  Amendment  Act,  1890. — Not  adopted. 
Eegulations  under  the  Dairies,  Cowsheds,  and  Milkshops  Orders. 
— Doubtful. 


Regulated  Buildings, 
Trades,  &c. 

Number. 

Registered.  Inspected. 

General 

Condition. 

Legal 
Procedings 
(if  any). 

Common  Lodging  Houses. 
Canal  Boats . 

1 

None. 

1 

None. 

Good. 

None. 

Slaughter  Houses  . 

44 

44 

Not  regist’d 

Bakehouses  . 

1 

1 

Dairies  . 

No 

exact 

record. 

Cowsheds  . 

93 

93 

Not  satis- 

factory. 

Milkshops . 

No 

exact 

record. 

Offensive  Trades . .  .... 

1 

Tannery. 

(Please  specify  nature) . 

Schemes  before  L.G.B. — None. 

L.G.B.  Inquiries. — None. 

L.G.B.  Inspections. — None. 

Special  Eeports. — Number  made  by  M.O.H.  during  1896. — Two. 
Have  copies  been  forwarded  to  the  County  Council  ? — Yes. 

Births. — {a)  Number  of  each  sex  : — Males — 202.  Females — 171. 

{h)  Number  Illegitimate,  included  in  the  above, — 22. 

(c)  Any  information  as  to  still-births  h—  No. 

Deaths — (a)  Number  of  each  sex  : — Males — 122.  Females — 123. 
ip)  Number  uncertified,  included  in  the  above, — None. 

Dpiath  Eeturns — What  correction  (if  any)  is  made  for  non-residents 
dying  within  the  District  1 — Yes,  13. 

Are  any  Eeturns  obtained  of  deaths  of  residents  occurring  in 
public  institutions  (Workhouses,  Hospitals,  &c ),  outside 
the  district  ? — No. 

Isolation  Hospital— 

Any  action  during  1896  ? — Decided  to  erect  Hospital  out  of 
Eates. 

Sanitary  Work— 

Number  of  Houses  built  during  1896, — 20. 

House  to  House  Inspection  during  1896, — 2015. 

Total  Number  of  Nuisances  in  hand  at  close  of  1895, — 176. 

At  close  of  1896, — 1031.  Eeported  during  1896, — 1161. 
Abated  during  1896, — 206. 
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Total  Number  of  Summonses,  or  other  Legal  Proceedings  1 — 
None. 

House  Drainage  : — ^No.  of  Sinks  disconnected  during  1896, — 57. 

„  „  trapped  „  „  —57. 

Closets — 

Number  constructed  during  1896, — 63.  Kinds, — Privies  and 
Pails. 

What  action  has  been  taken  in  regard  to  the  following  matters  ? 

Houses  unfit  for  habitation, — 3  closed,  2  repaired. 

Overcrowding, — Abated  several  cases. 

Seizure  of  Unsound  Food, — None.  Prosecutions, — None. 

Samples  under  the  Sale  of  Food  and  Drugs  Acts, — None. 

Prosecutions, — None. 

River  Pollution, — Plans  for  sewering  Boston  Spa,  Clifford  and 
Tockwith  prepared. 

Smoke  Abatement, — Only  three  chimneys  in  the  Union. 

Workshops, — Three  inspected. 

Schools, — Exclusion  of  Scholars  belonging  to  families  with  In¬ 
fectious  Disease  tried  with  success.  Burial  grounds, — None. 

Sanitary  Requirements  of  District  &  Suggestions  of  M.O.H. 

The  “  recommendations  ”  of  the  County  Medical  Officer  in  his 
Report  upon  the  Union. 


WETHERBY  RURAL  DISTRICT  COUNCIL. 


HEALTH  DEPARTMENT. 

Siirveyor  and  Sanitary  Inspector's  Report. 

- 0 - 

Houses,  Dirty 

„  Overcrowded 

,,  Damp  or  Dilapidated 

,,  Defective  Eaves,  Spouts,  or  Fall  Pipes  ... 

„  Badly  Drained 

,,  Without  Drains  or  Sinks... 

„  Without  sufficient  Privy  accommodation 

,,  Dilapidated  and  Offensive  Privies 
,,  Dirty  Privies 

,,  Drains  Temporarily  Stopped 
,,  Dilapidated  Pumps 

„  Want  of  Cesspools 

,,  Want  of  Manure  Pits 

,,  Want  of  Water  for  Domestic  Purposes 
Number  of  Street  Gullies  Stopped 
,,  Offensive  accumulations 

,,  Offensive  Pigstyes 

,,  Offensive  Cowsheds  or  Stables 

Pollutions  into  Rivers,  Ditches,  &c. 

Polluted  Wells  ... 


4 
3 

31 

31 

63 

335 

11 

481 

26 

9 

2 

5 


19 

54 

30 

54 

8 
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Number  of  Houses  Nuisances  found 

•  •  • 

646 

Total  Number  or  Nuisances  found 

•  •  • 

1161 

Total  Number  of  Houses  visited 

•  •  • 

646 

Notices  and  Letters  Served 

•  •  • 

441 

Dwelling-houses  unfit  for  habitation  closed 

•  •  • 

3 

„  rendered  fit  for  habitation 

•  •  • 

2 

)} 

,,  Cleansed 

•  •  • 

4 

„  Overcrowded  dealt  with 

•  «  • 

2 

>> 

Defective  Spouting  dealt  with 

•  • 

1 

Number  of  New  Midden  Privies  built 

•  •  • 

63 

Old  Midden  Privies  repaired 

•  *  • 

41 

Old  Midden  Privies  converted  into  Water  Closets  — 

Closets  cleansed  and  whitewashed 

•  •  • 

— 

}} 

Drains  reconstructed 

•  •  • 

10 

>» 

New  Drains  constructed 

•  •  • 

28 

New  Drains  connected  to  the  Sewer 

•  •  • 

2 

j) 

Drains  disconnected 

•  •  • 

57 

)> 

Cesspools  constructed 

•  •  • 

4 

)> 

Cesspools  abolished 

•  •  • 

— 

if 

Public  or  Private  Wells  abolished 

•  •  • 

— 

ft 

Public  or  Private  Wells  cleansed 

•  •  • 

9 

ft 

Public  or  Private  Pumps  repaired 

•  •  • 

9 

ff 

Public  or  Private  Pumps  erected 

•  •  • 

2 

ft 

Pollutions  into  River,  Streams  or  Ditches  abated  1 

ft 

Offensive  accumulations  removed 

•  •  • 

6 

•  f 

Manure  Pits  erected 

•  •  • 

1 

ft 

Cowsheds,  Stables,  Pigstyes,  repaired  and  drained  9 

if 

Slaughter-houses  visited 

•  •  • 

20 

ft 

Lodging-houses  visited 

•  •  • 

1 

ft 

„  „  No.  of  visits 

20 

to  30 

ft 

Cowsheds  visited 

•  •  • 

93 

ft 

No.  of  visits 

•  •  • 

121 

ft 

Houses  for  work  done 

•  •  • 

159 

Total  Number  of  Nuisances  Abated 

•  •  • 

218 

»  < 


\  t 


BACKHOUSE  AND  ATKINSON,  PRINTERS,  WETHERBY. 


